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Site 750 


The Leaning Tower of Pisa 


Also known as the Campile or 

t-he Bell Tower of a cathedral of Pisa In Tuscany, Italy. It is 
a fine architectural complex that includes the 
P - -i a haotisterv and an enclosed composanto or cemete y, 

freestanding 

Se top of the tower Galileo is said to have conducted his 
experiments in physics with £alll ^ e °^®g r S ; as begu n in 1174 by 

an unknown architect. The bell tower at the top was completed 
ahon t- 1350 During construction, an uneven settling of 9 rouna 

St %; 

SouglT^^the 1 ! towers ^he^^f siSl^ though less 
strikingly affected. Through the years there has 

been much controversy over the height of ~ and the^ 

ZTll feefhigh » the" nortTrn^^de a& ft deviates nearly 17 
ft from the vertical. 
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